approximation is based on the assump- 
tion that the jitter in the arrival of each 
photon is independent. Another ap- 
proximation is based on the assumption 
that only photon counts over finite time 
bins are available. Yet another approxi- 
mation is based on the counts-over-fi- 
nite-time-bins assumption with the addi- 


tional assumption that the counts follow 
a Poisson distribution. For jitter with a 
standard deviation of 0.28 of a slot, com- 
putational-simulation tests have shown 
that receivers designed to compensate 
using the exact or approximate equa- 
tions would exhibit error-rate reduc- 
tions, relative to receiver designs based 


on neglect of photon-arrival jitter, equiv- 
alent to power increases of the order of 
1 dB (see figure). 

This work was clone, by Bruce Moision of Cal- 
tech for NASA’s Jet Propulsion Laboratory. For 
more information, contact iaof- 
fice@jpl. nasa.gov. 

NPO-45163 


9 MACOS Version 3.31 

NASA’s Jet Propulsion Laboratory, Pasadena, California 


Version 3.31 of Modeling and Analysis 
for Controlled Optical Systems 
(MACOS) has been released. MACOS is 
an easy-to-use computer program for 
modeling and analyzing the behaviors of 
a variety of optical systems, including sys- 
tems that have large, segmented aper- 
tures and are aligned with the technol- 
ogy of wavefront sensing and control. 
Two previous versions were described in 
“Improved Software for Modeling Con- 
trolled Optical Systems” (NPO-19841) 
NASA Tech Briefs, Yol. 21, No. 12 (Decem- 
ber 1997), page 42 and “Optics Program 
Modified for Multithreaded Parallel 
Computing” (NPO-40572) NASA Tech 
Briefs, Vol. 30, No. 1 (January 2006) page 


13a. The present version incorporates 
the following enhancements over prior 
versions: 

• A powerful system-optimization facility 
includes algorithms for linear, nonlin- 
ear, unconstrained, and constrained 
optimization of optical systems under a 
variety of settings. 

• There is now enhanced capability to 
perturb optical components individu- 
ally and on subsystem levels, and to op- 
timize system performance by adjust- 
ing selected individual components as 
well as subsystems. 

• Capabilities for modeling a variety of 
new optical aperture types have been 
added. 


• Effects of multilayer thin-film coats on 
optical surfaces can now be taken into 
account when tracing polarized rays. 

• Major software-engineering work was 
performed to make MACOS more reli- 
able, flexible, and manageable for pur- 
poses of maintenance and further de- 
velopment. 

This program was written by David Red- 
ding, John Lou, Scott Basinger and Norbert 
Sigrist of Caltech for NASA’s Jet Propulsion 
Laboratory. 

This software is available for commercial li- 
censing. Please contact Karina Edmonds of 
the California Institute of Technology at 
(626) 395-2322. Refer to NPO-45030. ' 


® Fiber-Optic Determination of N 2 , 0 2 , and Fuel Vapor in the 
Ullage of Liquid-Fuel Tanks 

A fiber-optic sensor provides feedback control of onboard inert gas generation systems 
(OBIGGS) and reduces aircraft operational costs. 

John PI. Glenn Research Center, Cleveland, Ohio 


A fiber-optic sensor system has been 
developed that can remotely measure 
the concentration of molecular oxy- 
gen (0 2 ), nitrogen (N 2 ), hydrocarbon 
vapor, and other gases (C0 2 , CO, H 2 0, 
chlorofluorocarbons, etc.) in the ul- 
lage of a liquid-fuel tank. The system 
provides an accurate and quantitative 
identification of the above gases with 
an accuracy of better than 1 percent by 
volume (for 0 2 or N 2 ) in real-time (5 
seconds). In an effort to prevent air- 
craft fuel tank fires or explosions simi- 
lar to the tragic TWA Flight 800 explo- 
sion in 1996, OBIGGS are currently 
being developed for large commercial 
aircraft to prevent dangerous condi- 
tions from forming inside fuel tanks by 
providing an “inerting” gas blanket 
that is low in oxygen, thus preventing 


the ignition of the fuel/ air mixture in 
the ullage. 

OBIGGS have been used in military 
aircraft for many years and are now stan- 
dard equipment on some newer large 
commercial aircraft (such as the Boeing 
787). Currently, OBIGGS are being de- 
veloped for retrofitting to existing com- 
mercial aircraft fleets in response to 
pending mandates from the FAA. Most 
OBIGGS use an air separation module 
(ASM) that separates 0 2 from N 2 to 
make nitrogen-enriched air from com- 
pressed air flow diverted from the engine 
(bleed air). Current OBIGGS systems do 
not have a closed-loop feedback control, 
in part, due to the lack of suitable 
process sensors that can reliably measure 
N 2 or 0 2 and at the same time, do not 
constitute an inherent source of ignition. 


Thus, current OBIGGS operate with a 
high factor-of-safety dictated by process 
protocol to ensure adequate fuel-tank in- 
erting. This approach is inherently ineffi- 
cient as it consumes more engine bleed 
air than is necessary compared to a 
closed-loop controlled approach. The re- 
duction of bleed air usage is important as 
it reduces fuel consumption, which 
translates to both increased flight range 
and lower operational costs. 

Numerous approaches to develop- 
ing OBIGGS feedback-control sensors 
have been under development by 
many research groups and companies. 
However, the direct measurement of 
nitrogen (N 2 ) is a challenge to most 
OBIGGS ullage sensors (such as tun- 
able diode laser absorption) as they 
cannot measure N 2 directly but de- 
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